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SUBJECT: SHERWIN-WILLIAMS (WEST INDIES) LTD. DESIRES TO EXPORT 
TO CUBA 

REFERENCE: (A) 75 STATE 198969 (B) 75 STATE 199878 (C) USDOC 
EXPORT ADMIN BULLETINE NO. 150, NOV 24. 1975 

1 . GENERAL MANAGER, SHERWIN-WILLIAMS (WEST INDIES) LTD., 

BASED IN JAMAICA, A WHOLLY-OWNED SUBSIDIARY OF SHERWIN-WILLIAMS 
(CARIBBEAN) N.V. REGISTERED IN CURACAO DESIRES EXPORT FINISHED 
PRODUCTS - PAINTS, LACQUERS, VARNISHES - TO CUBA. SHERWIN - 
WILLIAMS (CARIBBEAN) IS 100 PERCENT OWNED BY SHERWIN-WILLIAMS 
COMPANY OF CLEVELAND, OHIO. 

2. JAMAICAN BASED SUBSIDIARY HAS BEEN ENCOURAGED BY JAMAICA 
NATIONAL EXPORT CORPORATION TO SELL TO CUBA. FINISHED 
PRODUCTS ARE MIXED IN JAMAICA AND CONTAIN ROUGLY ONE THIRD 
AMERICAN MATERIALS, ACCORDING TO LOCAL GENERAL MANAGER. 

3. POST WOULD APPRECIATE ANY INFO ON POLICY CHANGES 
GOVERNING TRADE BETWEEN WHOLLY-OWNED AMERICAN SUBSIDIARIES 
OPERATING IN THIRD COUNTRIES AND CUBA SUBSEQUENT REF C. POST 
ASSUMES ANY TRADE BETWEEN JAMAICAN BASED SUBSIDIARY AND CUBA 
WILL DEPEND UPON U.S. DEPARTMENT TREASURY AND USDOC (WASHDC) 
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MADE BY SHERWIN-WILLIAMS HEADQUARTERS IN CLEVELAND, OHIO. 
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